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to review the jo-ogress being m a 

lioise and Iwfcerfareac* Attenuator which is be log fabricated as an 
adaptor to a 5 wkceiver. to WA to be delivered is a «y»te» 
which 1 # expected to provide s slgptfiesat lajproveasrnt la the 
libility of the 5 U»% recar Ivor to function la the presence of ran- 
dom electric noise sod signal Jaasdng. to UA unit sill he pack- 
aged se e separate unit* sad will be aouated Is a mil tab l e xmcSt 
with the receiver and a dusoot ^01 eedlloseope for signs! 

ssmltortsg. 


25X1 A5a1 
25X1A5a' 


2 . had ft unit fabricated and considered 25X1 A5a1 

it ready for demonstration. to unit failed to perform properly 
daring this visit and It appeared to be dm to a failure In the 
second demodulator and tee audio system of the adaptor* to author 
discussed with several changes which were felt necessary. ZOA Aoa l 

The changes were! 

a. Make to wait capable of operating fro® 315 volts AC 
mtor them dry battery pact which was installed In 
the unit. 

b. Bring out to to frost panel « central for varying 
the BFO. 


c. Improve the operating tune up- instructions . 

d* I g p t n rc as* overall tuner characteristics to reduce 
to critical toting requirements of the unit. 

Mr. Indicated that repairs would be soda to to unit and 

the suggested changes would be- Investigated* 
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